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CONFIDENTIAL ANKARA 3564 

E.O. 11652: N/A 

TAGS: AEMG: CVIS (TRINH TICK LOAN) 

SUBJECT: RESETTLEMENT OF VIETNAMESE REFUGEES 

REF: A) ANKARA 3438; B) STATE 104017 

1. EMBASSY OFFICERS MET WITH SOUTH VIETNAMESE CHARGE 

LOAN MAY 7 AND INFORMED HIMOF POLICY CONTAINED REFTEL B). CHARGE 
LOAN SAID HE HAD ALSO SUBMITTED ASYLUM REQUESTS FOR HIMSELF, 

HIS STAFF AND FAMILIES TO THE FRENCH AND CANADIAN EMBASSIES 
IN ANKARA AND THAT HIS GROUP PREFERS IF POSSIBLE TO RESETTLE IN 
A FRENCH-SPEAKING COUNTRY. THE CHARGE SAID HE HAD CALLED ON 
THE UNHCR HERE BUT FELT HIS VISIT UNPRODUCTIVE AS THE RE- 
PRESENTATIVE APPEARED TO HAVE NO INSTRUCTIONS CONCERNING CASES 
LIKE HIS. 

2. CHARGE LOAN AGREED TO PROVIDE EMBASSY WITH 
BIOGRAPHIC MATERIAL ON HIMSELF AND HIS STAFF AND TO KEEP 
EMBASSY INFORMED CONCERNING THE STATUS OF HIS ASYLUM REQUESTS 
NOW PENDING WITH FRANCE AND CANADA. 
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